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This paper describes a new method for displaying holograms in white 
light. The method gives reasonably good reconstructions although cer- 
tain image defects are inherent in the method. It differs from previously 
reported methods of white light reconstruction ' in that the whole spec- 
trum is used for reconstruction and therefore black and white reconstruc- 
tions can be obtained. The method does not depend on the volume prop- 
erties of the photographic emulsion. 

The basic arrangement is shown in Fig. 1 . The white light illuminates 
a hologram which had been formed with a plane off-axis reference beam. 3 
Behind the hologram there is a Venetian blind structure which blocks 
off the direct light but lets through the diffracted beam. The diffracted 
beam is diffracted a second time at a plane transmission grating which 
can be formed photographically with two plane beams. The angle be- 
tween the two beams which form the plane grating has to be equal to 
the mean angle between the subject beam and reference beam used to 
form the hologram. 

The reconstruction resulting from the configuration of Fig. 1 will now 
be explained. Intuitively, one can say that there is a large color dispersion 
at the first hologram because it can be considered a high spatial frequency 
diffraction grating. Since the light is diffracted in the opposite direction 
by the second grating this color dispersion is compensated. In order to 
be more quantitative, assume that during the formation of the hologram 
the subject beam .4, on the photographic plate is given by 

.l s = a(x,y) exp {jw,x), (1) 

where co 8 is the mean radian frequency of the subject beam and the 
center of the spatial frequency spectrum of a(x,y) is at zero. Assume that 
the reference beam R is given by 

R = B exp (-jco r x), (2) 

where B is the amplitude and — co r is the radian frequency of the refer- 
ence beam. The photographic plate will record the intensity 3 and for the 
virtual image term we obtain 
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Fig. 1 — White light display of a hologram. 
A.R* = a(x,y)B exp (j[u, + u r ]x), 



(3) 



where the star means complex conjugate. 

The plane grating is formed by two plane wave beams which can be 
expressed as G exp (j<a&) and G exp (—jw T x) and for the intensity xx* 
on the plate we will obtain 

xx* = 2G 2 + G 2 exp (j[u, + co r ]x) + G 2 exp (-flu, 4- »,]*). (4) 

We now assume that the two plates are developed in such a way that 
their amplitude transmittance is proportional to the intensity during 
exposure. Since the hologram and the plane grating are spaced only a 
short distance behind one another, to get the amplitude transmittance 
corresponding to the virtual image we can multiply the amplitude trans- 
mittance of the hologram, A s -R*, with that of the plane grating xx*- 
We are now interested in the term which is given by the product of (3) 
with the last term of (4). This product, 

a(x,y)BG 2 , (5) 

is equal to the subject beam term, (1), translated to a center frequency of 
zero. This term, therefore, represents the reconstruction of a virtual image 
in the direction of the illuminating beam. It is possible to make a single 
hologram where the virtual image term has the form of (5). One chooses 
a subject beam as given in (1) and a reference beam B exp (ju&), i.e., 
the reference beam has the same mean direction as the subject beam. This 
is the on -axis hologram which has the well-known disadvantage that the 
direct beam, the real image, and the virtual image fall onto each other. 
The configuration of Fig. 1 does not have this disadvantage, with respect 
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to the virtual image; it is, however, in a sense "equivalent" to the on- 
axis hologram. Therefore, the following explanations will be in terms of 
the equivalent on-axis hologram. 

In the on-axis hologram each object point forms its own on-axis Fres- 
nel zone plate on the photographic plate. Upon illumination each zone 
plate forms a divergent spherical wavefront and therefore, a virtual 
image point. Since the focal length of the zone plate is inversely propor- 
tional to the wavelength of the illuminating light, the virtual image 
points for the different colors are staggered in depth. It is important to 
note that one does not perceive this difference in depth if one looks at the 
virtual image point through the center of its zone plate and if the eye has 
sufficient depth of field as is usually the case. For a particular point of 
observation, a region of image points will be approximately "on-axis" 
and this region will be in sharpest focus and have minimum color. As 
the eye is moved different regions of image points will come into sharp- 
est focus. 

It is possible to use to advantage a spherically converging reference 
and illuminating beam of the same curvature. A little thought will show 
that by placing the eye at the focal point of the reference beam one can 
look at all the virtual image points through the centers of their respective 
zone plates. From this point one therefore sees an image which could be 
called "quasi-achromatic". (This can also be shown by using imaging 
formulas. 4 They show that for the point mentioned, the ratio between 
the eye-to-image-point distance and lateral image magnification is in- 
dependent of wavelength.) If one moves the eye away from this point 
the image starts to blur. 

Experimentally, it was found that the best reconstructions were ob- 
tained by using a slightly convergent reference beam and viewing the 
reconstruction from a point in front of the focus of the reference beam. 
This is probably so, because one then has more tolerance with respect to 
movement of the eye. 

It is, of course, possible to place the plane grating in front of the holo- 
gram in the configuration of Fig. 1. Particularly bright reconstructions 
are obtained by using the first diffracted order of a blazed reflection 
grating for illuminating the hologram. The reconstruction can then be 
easily viewed against a background of ordinaiy room light. 

Fig. 2 shows a photograph of the virtual image of a white light re- 
construction. The lens used to form a convergent reference and il- 
luminating beam has a focal length of 48 cm and was placed 18 cm in 
front of the hologram plate. The image-forming photographic lens was 
placed at the focal point of the reference lens where the image is quasi- 
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Fig. 2 — Photograph of the virtual image with the image-forming lens at the 
quasi-achromatic point. 

achromatic. The photographic lens had an aperture of 6.5 mm and a focal 
length of 17 cm. The distance between subject and plate during the for- 
mation of the hologram was 18 cm and the angle between the subject 
beam and reference beam was 22°. The angle between the two plane 
beams used to form the photographic grating was also 22°. The Venetian 
blind structure is not visible in Fig. 2 because it was out of focus. A 
zirconium arc lamp was used as white light source. 

The author would like to acknowledge the very competent experimen- 
tal assistance of E. T. Doherty. 
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